PP-94 PREPARATION - MIRROR 


MIRROR 
RECOMMENDED TOOLS 


09082-00040 TOYOTA Electrical Tester 


(09083-00150) Test Lead Set 


PREPARATION — MIRROR PP-95 


EQUIPMENT 


Tape To avoid surface damage 


Torque wrench 


